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See Ref. 1 
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Fig. 5.6 Fast sample and hold. 
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Fig. 5.7 Precision full wave rectifier (absolute value circuit). 
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need's high slew rate 
See Ref. 1 


Fig. 5.8 Half wave rectifier. 



